RECORD 


fe 

: 


Microphone 


Non-directional 


VOLUME THIRTEEN—NUMBER TWELVE 


or 


AUGUST 


L935 


| | 
ve 
} 
} 


The Barkhausen Oscillator 


By F. B. LLEWELLYN 
Radio Research 


HE Barkhausen oscillator for 
ultra-high frequencies has been 
the subject of many compli- 
cated analyses. As with other develop- 
ments, the history of its theory has 
gone through three stages; starting 
with a simple but incomplete concept, 
advancing through a more and more 
involved mathematical analysis, and 
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Fig. 1—This general arrangement of tube 
elements and circuit is used in the produc- 
tion of Barkhausen oscillations 


finally yielding the important proper- 
ties in simple enough form to be stated 
in everyday language. 

The elementary concept upon which 
the explanation of the Barkhausen 
oscillator was originally based was 
that of an electron or group of elec- 
trons which danced back and forth 
through the opening,in a positively pol- 
arized grid. Among other things this 
concept did not show why the number 
of electrons going in opposite direc- 
tions through the grid was not always 
the same. The mathematics which fol- 
lowed led in many cases into strange 
paths, but finally was placed on a 
sound basis. When this had been done 
it was found that the explanation 
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could be made in a perfectly straight- 
forward way, and that the original 
concept of the dancing electron con- 
tained only enough truth to delay and 
complicate the process of arriving at 
the correct answer. 

Physically the Barkhausen oscil- 
lator consists of a filamentary cathode 
surrounded by a cylindrical grid and 
plate, as shown in Figure 1. The grid 
is operated at a positive potential, the 
plate is biased to a slightly negative 
potential, and a tuned circuited LC 
is usually connected between them. 

Electrons starting out from the 
cathode are attracted by the positive 
grid, and move with increasing ve- 
locity in that direction. Many of the 
electrons hit the grid, and become of 
no further concern. Many others, 
however, pass between the grid wires 
without hitting them and move 
toward the plate with decreasing ve- 
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Fig. 2—When a constant potential is ap- 
plied to the grid of a vacuum tube constructed 
as shown in Figure 1, the force. exerted on 
the electron at various points in its trip 
across the tube is as shown by the curve. 
The work done on the electron is therefore 
measured by the area under the curve 
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locity, coming to rest just before 
reaching the negative plate and then 
starting back toward the grid again. 
As before, a given electron may hit the 
grid or may miss it again and continue 
on toward the cathode, when the 
cycle is repeated. 

If the tube were not oscillating, the 
story would now be complete. A con- 
venient way of seeing what causes the 
oscillations in the tube is to investi- 
gate what happens when a transient 
oscillation is produced in the LC 


POSITIVE 


CATHODE GRID PLATE 


Fig. 3—Because the work done on an elec- 

tron of the useless type by an alternating 

force is positive, the electron abstracts energy 
from the alternating-current transient 


circuit by some external means. If the 
forces produced on the moving elec- 
trons by this transient deliver energy 
to the electrons, the transient will die 
out; but if the electrons, having ac- 
quired kinetic energy from the grid 
battery, can oppose the forces set up 
by the transient and thus deliver 
energy to the circuit, the transient 
will persist or build up as a continuous 
oscillation instead of dying out. 

In the absence of the transient, an 
electron starting from the filament 
moves in the direction of the force 
from the positive grid, and so draws 
energy from the grid battery. After 
passing through the grid wires, the 
electron moves against the force from 
the grid, thus returning energy to the 
grid battery. When it comes to rest 
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in the grid-plate space, the entire 
amount of energy picked up in the 
cathode-grid space has been restored 
to the battery. During the return trip, 
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CATHODE GRID PLATE 


Fig. 4—With an alternating force, an elec- 

tron of the useful type delivers energy to the 

transient, at the expense of the battery pro- 
ducing the constant force 


the same sequence again occurs: the 
energy which was abstracted in mov- 
ing toward the grid is restored in mov- 
ing away from it. The net result is 
that energy is neither absorbed from 
nor delivered to the external circuit 
and batteries by such an electron. This 
fact is made graphically evident in 
Figure 2, where the force from the 
batteries which acts on the electron 
is plotted as ordinate while the dis- 
tance the electron has moved from 
the cathode is taken as abscissa. The 
area under the curve consequently 
measures the work done on the elec- 
tron during its trip across the tube: 
the positive work done between cath- 
ode and grid is just equal to the nega- 
tive work done between the grid and 
the plate. 

When the transient is introduced 
into the LC circuit, conditions are 
considerably changed. Superposed on 
the force diagrammed in Figure 2 is 
the force set up by the alternating 
grid potential. Since the latter force 
alternates, the resultant forces acting 
on electrons which start out from the 
cathode at different times in the 
alternating-current cycle will be quite 
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different. For purposes of illustration, 
it is sufficient to trace the history of 
two electrons only. One of these starts 
out just at the time when the alter- 
nating force begins acting in the same 
direction as the constant force of 
Figure 2. The other starts out a half 
cycle later, when the alternating force 
begins to oppose the constant force. 

In the first case, the alternating 
force increases in intensity as the elec- 
tron moves along, then decreases to 
zero, then reverses and opposes the 
motion, and finally completes the 
cycle by becoming positive again. If 
the electron passes through the grid 
mesh just before the alternating force 
returns to its first zero value, the ac- 
tion of the force upon it is as shown in 
Figure 3. At the instant the electron 
passes through the grid, of course, 
the direction of the force acting on the 
electron reverses, not because of any 
abrupt change in the grid potential, but 
because the grid is now located behind 
the electron instead of ahead of it. As 
the electron moves on toward the plate, 


however, the alternating force de. 
creases to zero and then reverses. Thus 
during both halves of the cycle the force 
acts in the same direction as the elec. 
tron is moving, and delivers energy to 
it, as can be checked by reference to the 
area under the curve in Figure 3. In 
other words, the transient in the ex- 
ternal circuit has done work on this 
particular electron, and the electron, 
by taking energy away from the cir- 
cuit, has produced a tendency for the 
transient to die out. 

There is nothing in this behavior 
that gives encouragement to the 
maintenance of oscillations. The only 
consolation comes from noting that 
the electron is moving faster when it 
approaches the plate than it would if 
no alternating forces had acted on it, 
and consequently it will hit the plate 
even though the latter be at a slightly 
negative potential. Thus this useless, 
and in fact harmful, electron is at least 
prevented from doing still further 
harm by being removed through the 
plate from the scene of action. 


Fig. s—During certain experiments on ultra-short-wave transmission, a receiving lay- 

out was placed on the roof of the New Fersey Telephone Company’s headquarters 

building in Newark, to receive 60-centimeter waves transmitted from Barkhausen 
oscillators located in New York 
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Fortunately the 
other electron, that 
leaves a half cycle later 
than the worthless one 
just dismissed, is more 
useful. From the very 
start the alternating 
force opposes the mo- 
tion of the new elec- 
tron, but cannot stop 
it because the alter- 
nating force is never 
larger than the con- 
stant force of Figure 2. 
The electron is there- 
fore doing work against 
the alternating force, 
delivering energy to 
the transient in the ex- 
ternal circuit. As the 
electron progresses, the 
phase of the force 
changes as shown in 
Figure 4. Unlike Fig- 
ure 3, the reversal in 
direction occurs before 
the electron has reached the grid, be- 
cause the force opposing the motion 
has decreased the speed. When pas- 
sage through the grid mesh again 
reverses the direction of the force, the 
agreeable electron continues to de- 
liver energy to the circuit transient, 
as it approaches the plate. Having lost 
much of its velocity in transferring its 
energy to the circuit, the electron 
comes to rest before hitting the plate, 
and then, urged by the constant force 
of Figure 2, starts on its return jour- 
ney toward the grid. At about the 
same time, the phase of the alternat- 
ing force again reverses and again 
opposes the motion, so that the hap- 


less electron must give up still more 


of its energy to the growing transient. 

Another passage through the grid 
follows, accompanied by another re- 
versal in the phase of the alternating 
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Fig. 6—Experiments were also performed in which a trans- 
mitter, incorporating a Barkhausen oscillator and associated 
with a parabolic reflector, transmitted 28-centimeter waves 
from the roof of the Graybar-Varick Building to the New York 
Telephone Company’s building at 140 West Street 


force, and the tormented electron 
must again yield energy acquired 
from the constant force to the hungry 
transient. The energy loss brings the 
electron to a halt before it reaches the 
cathode, the phases again reverse, 
and the cycle starts over again. 

In its round trip, the useful electron 
of Figure 4 supplies to the transient 
nearly twice as much energy as the 
useless one of Figure 3 abstracted in 
its one-way trip. Moreover, the useful 
electron reaches the cathode again at 
just the right time to join with other 
electrons of the useful type and 
augment their relative number. The 
action is consequently progressive, 
building up more and more useful 
electrons. 

In practice, operating conditions 
modify somewhat the mechanism de- 
scribed. For example, space charge 


357 


: 
i 
i 
. 
ik 
ve 


near the cathode produces more 
harmful electrons than useful ones 
and is to be avoided. Space charge 
near the plate causes a shift between 
the phase of the grid voltage and the 
force acting on the electrons, which in 
general tends to raise the frequency of 
oscillation. On the other hand, space 
charge in general makes the electrons 
move slower. Since the slower motion 
tends to decrease the frequency, the 
net result of space charge near the 
plate is only a small decrease in 
frequency. The tuning of the external 
circuit can also modify the frequency 
by about thirty per cent, but for fixed 
values of plate, grid, and filament 
battery voltage, there is a particular 
tuning adjustment which gives maxi- 
mum output. 

There is a simple approximate ex- 
pression for determining the proper 
grid voltage and size of vacuum tube 


to produce oscillations of a given 
wavelength. For example, a tube 
with a plate diameter of one cent. 
meter, and with 100 volts applied to 
the grid, will produce oscillations with 
a wavelength somewhere between 100 
and 50 centimeters, corresponding to 
a frequency between 300 and 600 
megacycles, depending on the circuit 
adjustments. 

It is interesting to note that the 
same kind of analysis here used to 
illustrate the workings of the Bark- 
hausen oscillator can be applied to the 
well-known feedback oscillators oper- 
ating with negative grid and positive 
plate, and shows that the two are not 
very different from each other after 
all. The Barkhausen oscillator will 
probably prove very useful in the 
fields of ultra-short-wave transmis- 
sion, which are rapidly coming into 
commercial application. 


Experimental installation of large coaxial conductor lines near 
Phenixville, Pennsylvania 
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Balancing Crosstalk in Toll Cables 


By M. A. WEAVER 
Transmission Development 


OR twenty-five years the Bell 

System has been using toll 

cables in which two twisted 
pairs are in turn twisted together to 
form “quads.” Two “side” circuits 
are operated in each quad, one over 
each pair. In addition, a “phantom” 
circuit is operated in each quad, using 
one pair as the outgoing path and the 
other pair as the returning path. 
When many circuits run as close to- 
gether as they do under these circum- 
stances, crosstalk is especially likely 
to take place between them. 

The crosstalk which would occur if 
the wires were straight and parallel is 
greatly reduced by twisting the wires 
and pairs together, for each twist acts 
in the same way as a transposition in 
an open wire line.* Even with the 
greatest care and skill in manufacture, 
however, further crosstalk reduction 
measures have always been found 
necessary during installation of the 
cable. 

Crosstalk between circuits in differ- 
ent quads is minimized by splicing 
successive lengths of cable in such a 
manner that no two quads are ad- 
jacent for more than a small part of 
their total length. Until recently the 
sole means for minimizing the cross- 
talk between circuits in the same quad 
was by the method of “capacitance 
unbalance test splicing.” 

The lack of suitable balance, among 
the many capacitances between wire 
and wire and between wire and sheath, 
would be the principal source of cross- 

*Recorp, November, 1934, p. 66. 
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talk in a loaded cable if this test splic- 
ing were not done. By splicing suc- 
cessive lengths of cable so as to play 
one unbalance off against another, the 
net unbalance is so greatly reduced 
that other sources of crosstalk become 
about equally important. In the last 
five years, it has been found economi- 
cal to spend less time on test splicing 
and to preserve the same degree of 
unbalance reduction by using supple- 
mentary balancing condensers. 

The nature of the capacitance un- 
balances within a quad is shown in 
Figure 1, where wires 1 and 2 form 
one side circuit and wires 3 and 4 the 
other. The direct capacitances be- 
tween the four wires of the quad are 
indicated at A, B, c and D; and those 


Fig. 1—Crosstalk between the three circuits 

of a quad (two side and one phantom) would 

be excessive without reduction of the ca- 

pacitance unbalance, in which eight capaci- 
tances are involved 
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between each wire and the sheath 
(including all other wires in the cable) 
are shown at E, F, G and H. The direct 
capacitances between the two wires of 
each pair are not indicated since they 
do not affect the capacitance unbal- 
ance. In a perfectly constructed quad 
A, B, c and D would all be the same, E 
and F would be the same, and c and H 
would be the same. In an actual quad 
this symmetry is not exactly obtained. 
At the time the cable is installed, the 
effect of the dissymmetries in causing 
crosstalk is measured with a 4A 
Capacitance Unbalance Set. The sev- 
eral lengths of cable in each loading 
section are then spliced in such a way 
as to approach symmetry of the direct 
capacitances for the loading section. 

Until 1919, such tests and splices 
were made at seven places in each 
loading section. For this purpose, each 
loading section was divided into eight 
approximately equal lengths as indi- 
cated in Figure 2 and splices occurring 
between test points were made. Ca- 
pacitance unbalance tests were then 
made at splices 1, 3, 5 and 7, measur- 
ing the unbalances in the lengths to 
the left and to the right of each point, 
and those lengths were so spliced as to 
minimize the net unbalance. While 
making the tests at 1 and 3, a watch 


was kept to determine whether an 
large net unbalances remained jp 
either length o-2 or length 2-4. If such 
unbalances remained in either length, 
similarly large unbalances were de. 
liberately built up in the other length 
so that opposing unbalances of ap. 
proximately equal magnitude would 
result in the lengths to be joined at 2, 
Similar tests were made and coordi- 
nated on lengths 4-6 and 6-8. This 
procedure was then repeated at 2 and 
6, and finally at 4. 

About fifteen years ago, tests at 
splices 1, 3, § and 7 were discontinued. 
The resulting three-test plan was 
made permissible by the lower capaci- 
tance unbalances per reel length re- 
sulting from improved cable design 
and manufacturing processes, and 
effected a considerable reduction in 
the cost of field testing. Ten years 
later, studies indicated that satis- 
factory crosstalk reduction could be 
obtained at a still lower cost, by 
spending less time on the test splicing 
and supplementing it by the addition 
of suitable balancing condensers. 

A type of balancing condenser, 
which had been used to a limited ex- 
tent where a small number of circuits 
were to be balanced, is the shielded 
twisted pair known from its specifica- 


LOADING SECTION 
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Fig. 2—Unitil 1919 capacitance unbalance tests were made at seven points in each 
loading section 
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tion number as the KS-1955 pair. 
Pairs of wires in a stub cable had also 
been used as balancing condensers in 
special cases where large numbers of 
circuits were involved, as in reloca- 
tion work on toll cables and in the 
necessarily long sections of toll cable 
which cross water courses. In general 
these two types of balancing con- 
densers behave alike: in the stub cable 
air the other cable conductors and 
the sheath take the place of the KS- 
1955 shield. 

In Figure 3 the three direct capaci- 
tances of such a pair are designated 
x, y and z. If, for example, capacitance 
a of the quad in Figure 1 is too low, 
a suitable length of KS-1955 pair can 
be connected between wires 1 and 3 
of the quad, adding capacitance x to 
a. Since the shield of the KS-1955 
pair is connected to the sheath of the 
cable, y is also added to E and z toc, 
and unbalances involving and 
are also changed. If the shield were 
left floating, the capacitances added 
to E and G would be uncertain, since 
they would depend upon the capaci- 
tance between the shield and the 
sheath, changing with their relative 
positions. To avoid these difficulties, a 
new unit was desirable in which the 


SHIELD 


Fig. 3—In using the shielded twisted pair, 

pictured at the left of Figure 4, not only the 

capacitance between the two wires but those 

between each wire and the shield must be 
considered 
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Fig. 4—To balance capacitances at cable 
splices, the shielded twisted pair formerly 
used (left) has been replaced by a pair 
wound spirally around an insulating core. 
At the end of a repeater section the unit 
shown in the center and in Figure 5 is used 


capacitance x was large compared 
with the capacitances from the wires 
of the unit to other wires or sheath. 

Such a unit was developed by the 
Outside Plant Department and has 
been standardized for Bell System use 
(Figure 4, right). In general, it is 
made by wrapping two parallel insu- 
lated 22-gauge wires helically around 
a non-conducting core. The new unit 
has been designed to have an “x” 
capacitance of about 5 micro-micro- 
farads per inch, a convenient value 
for field use. A foot of the new unit, 
although much smaller in diameter, 
is as effective as about two and a half 
feet of the KS-1955 pair in reducing 
phantom-to-side unbalances, and as 
effective as about seven feet of the 
older unit in reducing side-to-side un- 
balances. In order to make the y and 
Z capacitances small enough to neg- 
lect, the units are covered with a 
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cotton sleeve when 
they are installed. 
From the measurement 
of the three unbalances 
between the circuits 
of a quad, it is very 
simple to determine, 
with this type of unit, 
a set of three balancing 
capacitances which will 
reduce unbalances to 
almost nothing. 

On cables in which 
the larger proportion 
of the circuits are to 
be operated on a four- 
wire basis, only one test splice per 
loading section is now made. There, 
excessive unbalances remaining after 
test splicing on the small proportion 
of “two-wire” quads (those in which 
transmission takes place in both 
directions over each circuit) are cor- 
rected by means of the new balanc- 
ing unit. On the “four-wire” quads, 
the test splicing is confined to the 
reduction of phantom-to-side un- 
balances alone. After the loading coils 
have been installed, phantom-to- 
side, side-to-phantom and side-to-side 
far-end crosstalk measurements are 
made on the “four-wire” quads over 
the complete repeater section. If the 
crosstalk values (average, maximum 
or both) are excessive, they are 
brought within the permissible values 
by installing balancing condensers at 
one end of the repeater section on a 
sufficient number of the quads having 
the larger crosstalk values. 

Since the balancing capacitances re- 
quired at the repeater station may be 
fairly large, the lengths of the balanc- 
ing unit required would often be- 
come prohibitive. For this purpose 
balancing condensers like that shown 
in Figures 4 (center) and 5, with 
capacitances of about 215 and 610 
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Fig. §—The balancing condensers are adjusted when they are 
installed, by unwinding and removing a portion of the wire 
from the spool 


micro-microfarads, were developed by 
the Telephone Apparatus Develop- 
ment group. They consist of small 
Isolantite spools, about an inch and 
three quarters long, on which are 
wound two parallel 30-gauge double 
cotton covered wires. Two 18-inch 
leads facilitate connections to the 
cable conductors. The condensers are 
impregnated in paraffin to exclude 
moisture. They are adjusted in the 
field by unwinding and removing a 
portion of the wire from the outer 
part of the spool. As in the case of the 
balancing unit already described, the 
y and z capacitances are kept small by 
covering the condensers with cotton 
sleeves. 

For cables in which the circuits are 
mostly of the two-wire type, a single 
test splice per loading section has been 
found impracticable due to the large 
number of balancing units required 
at the splice. In those cables it is pro- 
posed to continue making three test 
splices per section, but balancing con- 
densers may be used as an alternative 
to coordination at splices 2 and 6. 

Balancing the capacitances of four- 
wire circuits by condensers at one end 
of a repeater section does not neces- 
sarily reduce the crosstalk to zero. 
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When circuits have the same attenu- 
ation and speed of propagation, a 
single balancing condenser will sub- 
stantially neutralize the far-end cross- 
talk due to capacitance unbalance. 
When, however, circuits have dif- 
ferent propagation constants, as do 
the phantom and side circuits of the 
H-44-25 system,* a single balancing 
condenser cannot do so. Furthermore, 
the balancing condensers giving the 
greatest reduction in phantom-to-side 
crosstalk and in_ side-to-phantom 
crosstalk are different, and a com- 
promise value must be used. For cases 
requiring more complete neutraliza- 
tion than can be obtained with a single 
condenser, there is available a method 
in which balancing condensers are 
placed at both ends of a repeater sec- 
tion. Another method is available in 
which balancing series resistances 
neutralize the crosstalk component at 
right angles to that neutralized by the 
balancing condensers. 

These more complicated methods 
will probably not be required. Field 
trials indicate that the present cross- 
talk requirements can be readily met 
by the simpler one-end balancing. In 
one trial all of the four-wire loaded 
~ *REcorD, September, 1931, p. 6. 


quads in a 39-mile cable were bal- 
anced by one test splice per loading 
section, supplemented by condensers 
placed at one end, which brought the 
crosstalk values well within tolerable 
amounts. In a second trial on a 42- 
mile cable, supplementary balancing 
condensers were used with only a 
sufficient number of quads to bring 
the crosstalk within tolerable values. 
It was found that only about forty- 
three per cent of the quads had to 
have balancing condensers. 

This method of localized balancing 
neutralizes only far-end crosstalk, 
propagated in the direction of the 
signal, and does not eliminate near- 
end crosstalk, propagated in the other 
direction. Since, however, repeaters 
are one-way devices, near-end cross- 
talk is important only in circuits 
transmitting in the opposite direc- 
tion, and four-wire circuits trans- 
mitting in opposite directions are segre- 
gated in a cable so that they do not 
run close enough for crosstalk to be 
important. This method can be used 
in maintenance work on four-wire 
circuits in existing cables as well as on 
new cable installations, and is rapidly 
replacing the older methods in the 
Bell System’s cable plant. 
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A Bone-Conduction Receiver for the 


Audiphone 


By R. C. MINER 
Transmission Instruments Engineering 


ROBLEMS encountered in de- 

signing aids for the hard-of- 

hearing are closely related to 
those that arise in developing tele- 
phone systems and apparatus. This 
close alliance between the two studies 
extends not only to the fundamental 
physical laws involved, but to an 
equally close historical association, 
since the inventor of the telephone, 
Alexander Graham Bell, was_pri- 
marily a teacher of the deaf. His work 
in telephony arose largely from his 
intensive study and deep interest in 
the science of sound and hearing. It is 
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natural, therefore, that Bell Tele- 
phone Laboratories should undertake 
the development of hearing aids. As a 
result of their studies, the highly 
satisfactory audiphone employing air- 
conduction receivers, made available 
through the Western Electric Com- 
pany,* has recently been augmented 
by a new bone-conduction receiver, 
which may be employed interchange- 
ably with the air-conduction receiver 
in connection with any of the ampli- 
fier-type audiphones. 

Hearing by bone conduction is not 


_ *Recorp, June, 1932, pp. 342, 346, and 362. 
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a new discovery. As early as 1509 
mention was made of hearing a tuning 
fork by bone conduction, when the 
fork was pressed against the teeth or 
mastoid bone. More recently it has 
been common practice for physicians 
to employ both air and bone conduc- 
tion to aid their diagnosis of hearing 
defects. That a hearing aid could be 
made employing bone conduction was 
demonstrated by the American Tele- 
phone and Telegraph Company before 
an Otological conference in Boston as 
early as 1912, and for the last twelve 
or fifteen years a bone conduction re- 
ceiver has been available for use with 
Western Electric audiometers. 

The development of hearing aids 
subsequent to 1912, however, dealt 
for the most part with the air-con- 
duction type because of the inher- 
ently greater efficiency of transfer- 
ring energy to the ear by conduc- 
tion through the air. Under certain 
conditions, however, it is found that 
better results may be obtained by us- 
ing bone conduction in spite of its 
lower efficiency of transmission. To 
extend the usefulness of the Western 
Electric audiphones, therefore, the 
700 type bone-conduction receiver 
was developed. It is shown in use in 
the illustration at the head of this 
article. 

This new receiver should prove 
valuable under a variety of conditions, 
but it is intended to supplement rather 
than to replace the widely used air- 
conduction receiver. The mechanism 
of hearing, as already described in the 
REcorD,* comprises a middle and an 
inner ear, the latter containing the 
auditory nerves, and the former con- 
taining a series of very small bones 
which conduct the sound vibrations 
from the drum to the inner ear. Hear- 
ing may be reduced either by failure 
~ *Recorv, November, 1928, p. 75. 
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of the middle ear to transmit the sound 
or by some impairment of the inner 
ear, which is generally classified as 
nerve deafness. Which of these two 
types of deafness is predominant, and 
the degree of hearing impairment, de- 
termine to a large extent the type of 
hearing aid that will be most effective. 
With certain cases of middle ear deaf- 
ness, where the hearing mechanism no 
longer is able to perform its function 
of efficiently carrying sound to the 
auditory nerve, the bone-conduction 
receiver is more satisfactory. Since 
with this type of deafness the inner 
ear is in normal condition, all that is 
needed is to get the sound transmitted 
to it without having to pass through 
the middle ear mechanism. Bone con- 
duction offers a simple and convenient 
method of accomplishing this result, 
and middle-ear deafness is thus one 
of the important fields of use for the 
new receiver. 

When it is the inner ear and the 
nerves that are affected, however, the 
air-conduction receiver is frequently 
the most satisfactory form of hearing 
aid. Its greater efficiency of energy 
transference makes it easier to obtain 
the high intensities which are required 
to produce an adequate response of 
the nerves. 


Although the type of hearing aid 


COVER 


(a >) 


ARMATURE 

Fig. 1—Sound vibrations in the new bone- 

conduction receiver result from the reaction 

between a light armature and phenol-plastic 

cover assembly, and a relatively heavy mag- 
netic structure 
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that will be most effective generally 
depends on which of these two types 
of deafness is predominant, there are 
fields for use of the bone-conduction 
receiver where the type of deafness 
does not have so great an influence on 
the type of receiver employed. When 
the deafness is of mild form, for ex- 
ample, with appreciable hearing in 
both ears, the bone-conduction re- 
ceiver has the advantage of offering a 
third channel of hearing to supple- 
ment the other two. Another ad- 
vantage of the bone-conduction re- 
ceiver under these conditions is that a 
single receiver helps the hearing of 
both ears. The vibrations are trans- 
mitted by the skull not only to the 
ear nearest the receiver, but across 
the head to the other ear with a loss 
of something less than ten decibels. 
Psychological factors also have a large 
influence on the type of receiver pre- 
ferred. A wearer is sometimes less 
conscious of a receiver placed behind 
his ear and so converses more natu- 
rally. As a result he may express a 
preference for the bone-conduction 
receiver even though a careful test 
would show that he heard no better 
with this type of instrument than 
he did with the air-conduction type. 


Fig. 2—Simplified sketch of the magnetic 


Structure 
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Still another field for the bone. 
conduction receiver is with group 
audiphones in churches and theatres,* 
The air-conduction receivers, par- 
ticularly when removed from the ear, 
radiate an appreciable amount of 
sound, while the bone-conduction re- 
ceivers do not. As a result of this char- 
acteristic of the air-conduction re. 
ceiver, those seated near people using 
them are sometimes disturbed by the 
radiated sound. The quietness of the 
bone-conduction receiver, on the other 
hand, makes it particularly suited for 
this service. It can, moreover, easily 
be employed to supplement the air- 
conduction receiver in most installa- 
tions, since the inherent difference in 
efficiency may readily be overcome by 
increasing the amplification. 

The construction of the Western 
Electric 700 type bone-conduction re- 
ceiver is indicated in Figure 1. Sound 
vibrations transmitted to the skull 
result from the action and reaction 
between a very light phenol-plastic 
cover riveted to an armature, and a 
relatively heavy magnetic core struc- 
ture. Voice currents pass through a 
winding on this core, and as the cur- 
rent varies, the armature is attract- 
ed with greater or less force. Both 
cover and core structure move 
as a result of these magnetic 
forces, since the two parts are 
fastened together by a phos- 
phor-bronze spring, which is 
riveted to the armature and 
cover and screwed to the core 
structure as indicated in the 
illustration. 

The cover, with overall di- 
mensions of 134 by 34 by 5% 
inches, is in two parts: a rec- 
tangular case that encloses the 
electromagnets, and a front, 
which is slightly curved to 

*Recorp, March, 1931, p. 332. 


August 1935 


ARS 
SEF ARMATURE 
SPRING 
COVER 


Fig. 3-—A lorgnette type handle is one of the two types of mounting provided for the 
bone-conduction receiver 


conform to the shape of the mastoid 
bone. Three screws fasten the front to 
the case. The arrangement of the 
magnetic system is indicated more 
clearly in Figure 2. It consists of two 
permanent bar magnets secured paral- 
lel to each other by cores which are 
bent in between the two magnets and 
extend down to form pole pieces. A 
coil is placed around each of these 
cores as shown. The permanent mag- 
nets maintain a strong steady flux 
through the armature and cores, 
which is modulated by the voice cur- 
rents in the coils. The windings of the 
coils terminate in small spring-type 
jacks fastened to the cover. The entire 
assembly of magnetic and cover 
structure weighs only slightly over 
half an ounce. 

Two methods of holding the new re- 
ceiver are provided. One, shown in 
use in the illustration at the head of 
this article, is a head band of light 
music wire, which may be easily bent 
to a shape most comfortable to the 
user. The other, shown in Figure 3, is 
a lorgnette type of handle which is 
convenient when the receiver is to be 
used only at intervals. This handle is 
of black phenol-plastic with markings 
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to match the embossed cover design. 

Two new cords have been provided 
to allow the bone-conduction and air- 
conduction receivers to be used inter- 
changeably with the 37 and 38 type 
audiphones. One of these, known as 
the K type, has small plugs at one end 
which fit into the jacks of the new re- 
ceiver, while the other end has termi- 
nals for fastening to the audiphone. 
The other, or J type, cord—only four- 
teen inches long—serves as an adapter 
to allow the air-conduction receiver to 
be connected to the K type cord. It 
has terminals that fasten to the air- 
conduction receiver on one end, and 
small jacks, like those in the bone- 
conduction receiver, on the other. 
When the air-conduction receiver is 
to be used, the plugs on the end of the 
K type cord are inserted in these jacks 
on the end of the J type cord. 

An important consideration in the 
design of all hearing aids is that they 
be as inconspicuous as possible. The 
bone-conduction receiver ranks very 
high in this respect. Since it rests be- 
hind the ear, and is very small in size, 
it is almost invisible from the front. 

Studies made with the bone-con- 
duction receiver have brought out a 
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further advantage which at times 
may be important. The limit of assist- 
ance that can be obtained from an 
air-conduction receiver when the hear- 
ing loss is large is the threshold of 
feeling. The intensity can be raised 
only to more or less well-defined 
limits before the sound becomes pain- 
ful. With a large hearing loss, the 
threshold of hearing may be al- 
most as high as the threshold of 
feeling, so that little advantage can be 
obtained from the receiver. The bone- 
conduction receiver, on the other 


hand, can be operated at very high 
levels without unpleasant effects or 
any sensation of pain. 

With its many advantages, the new 
700 type bone-conduction receiver 
will prove a valuable supplement to 
Western Electric hearing aids. With 
three types of audiphones, two of 
which may be used with either of two 
types of receivers and any of several 
microphones, a user will have wide 
latitude in selecting a combination 
that most satisfactorily fits his par- 
ticular needs. 


A. B. Bailey demonstrating use of ultra-short-wave police 
radio system for two-way communication 
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One of the Evansville, Indiana, police cars equipped with Western Electric ultra-high- 
frequency radio equipment. The flexible rod antenna is used both for transmitting and 
receiving, an automatic relay switching it from receiver to transmitter as required 
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News of the Month 


LABORATORIES’ MEN 
RECEIVE DEGREES 
ScHotastic degrees were received this 
June by the following members of the 
Laboratories: 


Bade. Ph.D. in Phys. 
Columbia 

J. E. Cassidy..... LL.B., Fordham 

H. Christensen. ...A.M. in Phys., Columbia 

S. O. Ekstrand....B.S. in E.E., Cooper Union 

C. C. Fleming..... E.E., Brooklyn Polytechnic 

H. C. Franke. .... B.S. in E.E., Cooper Union 


and Math., 


W. E. Grutzner. . .B.S. in E.E., Cooper Union 

W. G. Guldner. .. .B.A.in Chem. and Phys., N.Y.U. 

C. W. Halligan... .E.E., Bucknell 

oe eee A. M. in Phys. and Math., 

Columbia 

ree E.E., Brooklyn Polytechnic 

B. A. Kingsbury...Ph.D. in Phys., Columbia 

W. E. Kirkpatrick. M.S., C.C.N.Y. 

L. C. Krazinski. ..LL.B., Fordham 

P. M. Maher, Jr...LL.M., N.Y.U. 

J. Maurushat, Jr...B.E.E., Brooklyn Polytechnic 

J. J. McMahon... .B.S. in E.E., Cooper Union 

B. McWhan...... E.E., Brooklyn Polytechnic 

eer B.S. in E.E., N.Y.U. 

H.N. Misenheimer.M.S., N.Y. U. 

L.. .. BS., 

F. R. Norton..... A.M. in Phys., Columbia 

B.S. in E.E., Cooper Union 

A.M. in Phys. and Math., 

Columbia 

E.E., Brooklyn Polytechnic 

B., New Jersey Law 

G. R. Yenzer.....E.E., Brooklyn Polytechnic 
NEWS NOTES 


F. B. Jewett has accepted the chair- 
manship of a committee formed by the 
Science Advisory Board to be known as 
the “Committee on Warning Signals to 
Lessen Hazards of Collisions at Sea.” 
Dr. Jewett attended a meeting of the 
Science Advisory Board held in Washing- 
ton on June 20 and 21. 

Eucene Avcustin Lavuste died in 
Montclair on June 26. Since 1928, Mr. 
Lauste, who was an early inventor in 
sound pictures, has been retained by the 
Laboratories as a consultant. As described 
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in the June Recorp, he is assured perma- 
nent recognition for his early researches 
through the acceptance by the Smith- 
sonian Institution of a gift of historical 
apparatus. 

F. M. Ryan and F. X. RerrenmMeyer 
have been asked to serve on a committee 
to be known as the Radio Technical Com- 
mittee for Aeronautics, which has _re- 
cently been organized by the Department 
of Commerce to conduct a continuing 
study of radio problems as they affect air 
navigation. Mr. Ryan attended the initial 
meeting of the Committee in Washington, 
on June Ig. 

F. W. Cunnincuaw, R. E. Coram and 
R. E. Poote attended the 1935 National 
Association of Broadcasters Convention 
held at Colorado Springs, Colorado. 

J. B. Bisop has been in Atlanta in 
connection with the equipping of the 
Eastern Airlines ground station with 
Western Electric apparatus of new design. 
Mr. Bishop also visited in New London 
on naval radio projects. 

J. G. Norpaut, D. B. McKey, R. C. 
Newuouse, J. W. Smiru, G. N. THAYER 
and F. B. Woopwortu visited Washing- 
ton to discuss projects of the U. S. Navy. 

F. B. Woopworts visited Paterson 
Field, Dayton, Ohio, in connection with 
radio problems of the U. S. Army. 

H. PranNeENSTIEHL, after attending 
the Spring Convention of the Society of 
Motion Picture Engineers in Los An- 
geles, visited a number of motion-picture 
studios on the West Coast. 

F. H. Hissarp spent some time in 
Chicago in connection with the con- 
struction of watch rate recorders. 

G. PuLter visited Hawthorne to dis- 
cuss new theatre reproducing equipment 
with various engineers of the Manufac- 
turing Department. 

PuBLIC ADDRESS equipment was ex- 
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amined by T. E. Shea, 
W. A. MacNair and R. 
A. Miller in Philadelphia. 

J. R. BarpsLey repre- 
sented the Laboratories 
at the installation of sub- 
marine loading-coil cases 
on the Nyack-Tarrytown 
submarine cable and 
spent two days on the 
New York Telephone 
Company’s cable boat 
Lidiv. 

P. W. Rounps visited 
Kearny in connection 
with the manufacture of 
filters for amplifiers used 
in portable sound record- 
ing equipment. 

W. J. SHackELTON has 
been made a member of 
the new A.S.A. Sectional 
Committee on Electric 
and Magnetic Magni- 
tudes and Units, Cé6r. 
The function of this com- 
mittee is to provide for 
American participation 
in the work of the Inter- 
national Electrotechnical 
Commission in the field 
of electric and magnetic 
magnitudes and units 
and to develop corresponding American 
standards. 

THE ANNUAL MEETING of the Ameri- 
can Society for Testing Materials held in 
Detroit from June 24 to 27 was attended 
by H. G. Arlt, R. M. Bozorth, R. Burns, 
J. B. Dixon, W. A. Evans, J. M. Finch, 
C. H. Greenall, C. L. Hippensteel, C. D. 
Hocker, E. E. Schumacher, J. R. Town- 
send and W. W. Werring. At the invitation 
of the Society, two machines developed 
by the Laboratories were exhibited at 
this meeting: an Izod impact machine of 
two foot-pounds capacity, for testing 
molded phenol-plastic materials; and a 
Bendometer for testing the resistance to 
impact of vacuum-tube supporting wires. 

C. H. AmMapon was in Sumter, South 
Carolina, investigating causes and extent 
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A. B. Clark, recently appointed Director of Transmission 
Development of Bell Telephone Laboratories 


of decay in creosoted pine poles, and in 
Atlanta for a discussion of pole specifica- 
tions and service records with engineers 
of the Southern Bell Telephone and Tele- 
graph Company and the Long Lines De- 
partment of the A. T. and T. Company. 

Tests or aA plowing-in method of 
burying underground wire conducted at 
the Mendham field laboratory were wit- 
nessed by O. E. Buckley, R. L. Jones, 
A. B. Clark and D. A. Quarles. 

R. M. Burns delivered a paper Why 
Metals Corrode and How at the annual 
convention of the American Electro- 
platers’ Society at Bridgeport. H. E. 
Haring and R. A. Ehrhardt also at- 
tended this meeting. 

S. O. Morean and E. J. Murpny par- 
ticipated in a symposium on dielectric be- 
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H. G. BANDFIELD 


on ‘fuly fifth completed 


thirty years of service in 
the Bell System 


havior at the summer convention of the 
A.LE.E. held at Ithaca from June 24 to 
June 28. H. S. Warren, A. H. White and 
W. A. Yager also attended this conven- 
tion. J. M. Barstow attended the meeting 
of the Committee on Sound and the 
Technical Conference on Noise at this 
convention. 

C. L. HiprensTeeL was in Hawthorne 
to discuss problems involved in silver 
plating of contacts. 

AT THE TENTH annual convention of the 
Institute of Radio Engineers held in De- 
troit from July 1 to 3, the following papers 
were presented by members of the Lab- 
oratories: Design and Equipment of a 
50-Kilowatt Broadcast Station for WOR by 
F, W. Cunningham and A. W. Kishpaugh 
in conjunction with J. R. Poppele, chief 
engineer of Station WOR; 4n Unattended 
Ultra-Short-Wave Radiotelephone System 
by N. F. Schlaack and F. A. Polkinghorn; 
Ultra-Short-Wave Propagation Over Land 
by C. R. Burrows, Alfred Decino and 
L. E. Hunt; and 4 Note on the Source of 
Interstellar Interference by K. G. Jansky. 
R. A. Heising, F. B. Llewellyn, A. A. 
Roetken and J. C. Schelleng also attended 
this convention. 

ComMITTEE MEETINGS of the Institute 
of Radio Engineers held in Schenectady 
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W. H. Marruies 


on Fuly 20 completed 
thirty-five years of service 
in the Bell System 


E. B. WHEELER 


on Fuly first completed 
thirty years of service in 
the Bell System 


were attended by F. R. Lack, H. E. 
Mendenhall and H. A. Pidgeon. These 
committees were formed to bring about 
the standardization of various types of 
vacuum tubes. 

W. C. Jones visited Hawthorne to dis- 
cuss matters relating to the production of 
transmission instruments. 

J. E. Ciark visited the Corning Glass 
Works in connection with the manufac- 
ture of vacuum tubes. 

M. F. Jameson and C. H. Prescorr 
were in New Haven to observe field tests 
on repeater tubes. 

H. B. Ey during a recent trip to 
Europe visited the technical show in 
Zurich, Switzerland, and the Physical 
Institute at the University of Munich. 

R. L. WeceE and J. C. STEINBERG at- 
tended a meeting of the Otological Society 
in Toronto. 

A. L. Jounsrup attended a meeting of 
the American Physical Society and the 
summer meeting of the American Asso- 
ciation for the Advancement of Science at 
Minneapolis. 

A symposium on Jonic Physics was 
held at Cornell University from July 4 
to 6, devoted to photoelectricity and 
thermionics. Papers presented by Lab- 
oratories men were Surface Ionization 
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Potentials by J. A. Becker, 
Optical Factors in the Photo- 
electric Effect by H. E. Ives, 
Photoelectric Conductivity by 
F. C. Nix and Electron Optics 
by C. J. Davisson. 

C. BorcMANN was at Paris, 
Kentucky, in connection with 
the installation of the first 
large-capacity No. 12 switch- 
board. 

J. M. Ducuip and W. J. 
Means inspected the trial in- 
stallation of rocking mercury 
tube interrupters at Albany. 

PowER EQUIPMENT associ- 
ated with telephotography 
took F. F. Siebert and J. H. 
Sole to Stamford and the latter 
to Baltimore. 

R. W. Harper and C. D. 
KoeEcHLING were in Montreal to discuss 
with engineers of the Northern Electric 
Company the design of small dial offices. 

A. A. Hansen visited the Chicago toll 
office in connection with field trials of im- 
provements in toll switchboard main- 
tenance facilities. 

A new level compensator for high- 
frequency carrier telegraph systems is 
being tried out on the Denver-Omaha 
circuit. V. P. Thorp will be at the Denver 


C. A. Grant 


on Fuly eighth completed 
thirty years of service in 
the Bell System 
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D. T. May 


on Fuly first completed 
thirty years of service in 
the Bell System 


ARTHUR RAYNSFORD 


on Fuly third completed 
thirty years of service in 
the Bell System 


Underweed end Underweed 
RaymMonp 


on ‘Fuly tenth completed 
thirty-five years of service 
in the Bell System 


end of the circuit for tests and L. W. 
Wickersheim will be at the Omaha end. 

F. H. Wiis attended the meeting of 
the Washington Section of the Institute 
of Radio Engineers, on June 10, devoted 
to long-distance transmission of ultra- 
short-wave radio signals. 

H. S. Warren attended the Edison 
Electric Institute convention held at 
Atlantic City. 

E. D. Guernsey and C. O. Cross, at 
Mt. Pocono, are conducting 
tests of the effect of lightning 
on circuits of the New York- 
Scranton line. Recently, R. S. 
Alford, A. G. Chapman, 
M. T. Dow, J. W. Kennard, 
J. T. O'Leary, L. L. Lock- 
row and A. L. Whitman 
visited Mt. Pocono in con- 
nection with this work. 

M. T. Dow, who is located 
at Phoenixville, spent several 
days in New York going over 
plans for tests of noise in 
open-wire circuits at high 
frequencies now going on 
in Phoenixville. 

T. A. Tay or is spending 
several weeks in the vicinity 
of Omaha where he is taking 
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part in a codperative inductive codrdi- 
nation study involving telephone circuits 
of the Northwestern Bell Telephone 
Company and rural distribution circuits 
of the Nebraska Power Company. The 
tests are being conducted under the 
auspices of the Joint Subcommittee on 
Development and Research of the Edison 
Electric Institute and the Bell Telephone 
System. Mr. Taylor is accompanied by 
H. W. Wahlquist of the Edison Institute. 

Durinc June, R. G. McCurdy in com- 
pany with H. E. Kent of the Edison Elec- 
tric Institute visited Omaha to discuss 
this work with the engineers of the 
operating power and telephone com- 
panies. They also visited Wichita and 
Des Moines to discuss other studies being 
conducted by the Joint Subcommittee in 
these territories and to discuss other noise 
problems with engineers of the North- 
western Bell Telephone Company and 
the Southwestern Bell Telephone Com- 
pany and the power companies involved. 

. B. Tuomas attended the annual 
meeting of the Society for the Promotion 
of Engineering Education at Atlanta and 
participated in the report of the Commit- 
tee on Graduate Study. 

Joun MI ts spent two days in Dallas 
and one in St. Louis making preliminary 
arrangements for the Bell System exhibit 
at the Texas Centennial in 1936. 
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Photo by John Sirigo 

A section of the Bell System exhibit at the California Pacific International Exposition 

in San Diego. This exhibit was planned by Fohn Mills and technically executed by 
M. B. Long and L. B. Cooke 


Miss Mamie A. Situ who retired 
during 1932 after twenty-six years of 
service as a shop mechanic in the De- 
velopment Shop, died July 7. 

W. B. Wattace has been elected to the 
Executive Committee of the Edward J. 
Hall Chapter of the Telephone Pioneers 
of America. 

G. F. Fow.er has been reélected 
treasurer of the New York Electrical 
Society. 

G. H. Heyprt was in Philadelphia in 
connection with the taking of patent 
testimony. 

H. S. Wertz was at the Patent Office 
in Washington in connection with various 
matters. 

The LaporaTorigs was represented in 
interference proceedings in Washington 
by E. V. Griggs, R. Marino and W. F. 
Simpson before the Primary Examiner 
and by J. W. Schmied and E. V. Griggs 
before the Board of Appeals. 

Four-sTAR SERVICE emblems were dis- 
tributed to the following members of the 
Laboratories during the past month: 
C. H. Achenbach, John Jessich, Fred 
Mezger, G. F. Shulze and W. B. Strickler. 

JosepH JuLEy completed thirty years 
of Bell System service on the eighteenth 
of last month. He joined the Holmes 
Electric Protective Company in 1905 and 
while with them installed the first main 
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frames and protective equipment used by 
this company. A year later he transferred 
to the Manufacturing Department of the 
Western Electric Company with the 
group on equipment engineering then lo- 
cated at Seventy-second Street. When 
this group was transferred to Hawthorne 
in 1907 he came to West Street on appa- 
ratus drawing work in the same depart- 
ment where he remained until IgII. 
During this time he attended Cooper 
Union Institute during evenings, receiv- 
ing his B.S. degree in 1908, B.E.E. degree 
in 1911 and E.E. degree in 1914. 

In 1911 Mr. Juley joined the Physical 
Laboratories of the Engineering Depart- 
ment on the development of station ap- 
paratus, later having charge of the elec- 
trical apparatus analysis group. During 
the War he was in charge of the power 
rooms and instrument laboratory and 
tested much of the power apparatus used 
by the Signal Corps. He transferred to the 
laboratory group of the Systems Depart- 
ment in 1920 having charge of a group 
working on call indicator and key indi- 
cator equipment. He also aided in the 
development of panel toll line dialing 
equipment and was in Seattle for a year 
during the installation and test of this 
type of equipment installed there. Early 
in 1926 he was placed in charge of the 
group that tested all panel equipment. In 
1928 he transferred to his present position 
in charge of the group de- 
signing routine test circuits 
and maintenance desks. 

Frep Wracc received a 
five-star service emblem on 
July 5 signalizing twenty-five 
years’ service with the West- 
ern Electric Company and 
the Laboratories. He came to 
the Engineering Department 
of the Western Electric Com- 
pany in IgIO as an instru- 
ment maker in the Experi- 
mental Shop, a forerunner of 
our present Development 
Shop, working on printing 
telegraph and machine 
switching equipment. Later, 
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during the installation of the original 
semi-automatic step-by-step _ private 
branch exchange at the Hotel Commo- 
dore, he spent some time making final 
adjustments to the apparatus. Since 1920 
he has been in charge of the various tool 
rooms used by the Development and 
Building Shops. 

Upon GrapvuaTinc from Cornell Uni- 
versity with the degree of M.E., special- 
izing in Electrical Engineering, E. C. 
Wegman joined the Bell System in July, 
1910, at the Hawthorne Works of the 
Western Electric Company. He was first 
assigned to the student course where he 
remained for about six months, part of 
this time being spent in installation work 
in Chicago and Columbus. In January, 
1911, he was transferred to the Engineer- 
ing Department of the Western Electric 
Company at Hawthorne, now a part of 
the Bell Telephone Laboratories, where 
for several years he was engaged on the 
development of phantom-type cable cir- 
cuits suitable for loading. Mr. Wegman 
has been employed continuously at Haw- 
thorne ever since on cable development 
problems, one of the most important of 
which in recent years has been that of 
pulp insulation. Mr. Wegman became 
eligible for a five-star service button on 
July 11, 1935. 

ON THE TWENTY-NINTH of last month, 
Henry Wagner completed thirty years of 


Foseph Fuley 
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Henry Wagner 


E. C. Wegman 


service with the Western Electric Com- 
pany and the Laboratories. He came with 
the Installation Department of the 
Western Electric Company in 1900 and 
his first work was on the installation of 
the first common battery telephone sys- 
tem used in New York. Following this he 
installed central office equipment in ex- 


changes throughout the New 
York district. During this time 
he left the company for several 
short periods. In 
worked on the trial installation 
of semi-automatic panel ap- 
paratus in Newark. He later 
became an equipment installa- 
tion foreman in charge of a 
group erecting both manual 
and dial apparatus in ex- 
changes in New York City, 
Early in 1923 he transferred 
as an estimator to the plan- 
ning and estimating group of 
the Installation Department, 
becoming a supervisor of dial 


he 


system planning and estimat- 
ing six months later. In 1925 he joined the 
group in the Telephone Apparatus De- 
partment working on cords, wire and 
switchboard cable. Through his knowl- 
edge of installation practices and field 
conditions he has been able to assist ma- 
terially in the development of this class 


of apparatus. 


Patents issued to members of the Laboratories during April, May and Fune: 


. L. Almquist 
. Baker 
. Bjornson (4) 
. Black (6) 

. Blake 

. Blattner (2) 
. Bode (2) 
. Bonorden 

. Bouton 
(2) 

. Bozorth 
. Browne 
. Callahan 

. Carpenter 
A. Carr 


arlington 

. Dillinger 
Dimond (2) 
. H. Edwards (2) 
. Elbert 

. Englund 

. Erickson 
spenschied 


tm 


[viii] 


C. E. Fay 
P. B. Flanders 
. O. Fullerton 

. Giertsen 
(2) 

. Goodall 
. Green 
Com (2) 
ampton (2) 
arrison (2) 
enneberger (2) 
rsey 
ickman 

. Holden (2) 
unt 
usham 
Ingmanson 

. Ives 


TEE 


. Kelsall 


. Kleinfelder 
Legg 
. Lewis 


G. A. Locke 
L. L. Lockrow 
G. R. Lum (3) 
. D. MacPherson 
. Mallina 
Martin 

. Martin 
. McNally (2) 
. Meacham 

. Merrill, Jr. 
eszar 

. Miller 

. Mills 
itchell (2) 
Morton 
. S. Mueller 
. G. Nordahl 
. C. Norman 
.N 


yguist 
Ogg 
. S. Ohl 

. Peterson 

. R. Power (2) 

. Rea 

. Rettenmeyer 


. Rodgers 
. Ronci (2) 


. Rockwood, Jr. 


E. St. John 

A. L. Samuel 

H. Schmitt 

E. E. Schumacher 
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The Bridged 


T Equalizer 


By A. L. STILLWELL 
Telephone Apparatus Development 


TTENUATION produced by 
telephone circuits varies, in 
general, with frequency. Where 

this change of attenuation with fre- 
quency is large over the transmitted 
band, attenuation equalizers are em- 
ployed to reduce distortion of the sig- 
nals. The application of attenuation 
equalizers to one type of service has 
already been discussed in the 
Recorp*. Except when a feed-back 
type of amplifier is employed, the 
function of an equalizer is to produce 
a loss which varies with frequency in 
a manner complementary to that 
caused by the circuit to be equalized. 
An important additional requirement 


*Recorp, December, 1933, p. 113. 
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WV CD- 
Fig. 1—A Wheatstone bridge is in balance, 


and no current flows through the detector, 
when BS=AX 
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generally placed is that both the input 
and output impedance of the equalizer 
should be the same at all frequencies, 
and that they should be pure re- 
sistances—usually of 600 ohms. These 
requirements have led almost uni- 
versally to the adoption of the con- 


NAN 


Fig. 2—A balanced T network has three 
impedances arranged in the form of a T, 
the two series ones being equal 


stant-resistance bridged T structure 
for the equalizer network. 

The name of this equalizer derives 
from the T network with a bridging 
impedance across its series elements, 
but many of its desirable character- 
istics are exemplified in the ordinary 
Wheatstone bridge, shown schemati- 
cally in Figure 1. A power supply c 
is connected to two opposite points of 
the bridge through the impedance R, 
and a detector D is connected across 
the other two points through an im- 
pedance r. The bridge is balanced 
when the ratio of the impedance of a 
to that of s is the same as that of B to 
X, or, put in a slightly different form, 
when Bs =ax. Under these conditions 
no current flows through the detector. 

The general form of a symmetrical 
T network is shown in Figure 2, 
where L, and 12 are the input and out- 
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The 
bridge circuit of Figure 1 may readily 
be arranged in this form as shown in 
Figure 3, where the lettering is the 
same as in Figure 1. Arranged in this 


put impedances respectively. 


manner, the T network proper is 
composed of a, r and B, with s as the 


Ss 


VN 


A r 


Fig. 3—A Wheatstone bridge circuit may 

be readily arranged in the form of a T net- 

work with X and R serving as the output 
and input impedances respectively 


B D 


Fig. 4—A Wheatstone bridge will become a 

balanced T network with constant output 

and input impedances when R, A, r, and 
X are all made equal and when BS = R? 


bridging impedance, while R serves 
as the input impedance and x as the 
output impedance. If the impedances 
R, A, r, and x all be made alike and 
designated R, and the impedances 
s and s—for reasons discussed later— 
be designated z and 2: respectively, 
the T form of the bridge becomes as 
shown in Figure 4 and the condition 
for balance is that = R?. 

If this balanced condition is main- 
tained a simple calculation shows that 
the input impedance of the network— 
the impedance looking in at aB—is 
equal to R regardless of the value of 
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Zu, and that the output impedance— 
looking in cp—is also equal to p, 
which is obvious since the network is 
symmetrical. The loss produced by 
the network, on the other hand, which 
is a fenatinn of the ratio of the current 
I, in the output impedance before the 
network is inserted to I,, the current 
after the network is inserted, is found 
to be equal to 1 X(Zun/R). Ze is not 
involved in the expression since by the 
balance condition Thus 
the loss varies as Z1 and any value of 
loss may be secured without affecting 
the input and output impedances pro- 
viding the balance condition has been 
maintained. 

Zu and Zz, stand for generalized im- 
pedances. They may be resistances, 
capacitances, inductances, or an 
combination of them. The only re- 
quirement is that established by the 
balance conditions (21: Z21=R?) which 
demands an inverse relationship be- 
tween and Thus if were a 
pure inductive reactance represented 
by jwL, Ze: would be R?/jwt, which 
readily converts to —j(R?/wL). This 
corresponds to a capacitive reactance, 
—j(1/we), where c=L/R?. If Zi were 
a capacitance, on the other hand, 
Zx, would be an inductance, while if 
Zz had been a resistance, Z would 


Fig. s—One impedance is the inverse of 

another when their product is a constant 

value. The two networks shown are the in- 
verse of each other 
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also have been a resistance. When zi: 
is a network, Za is a network of the 
same number of elements but each 
element is the inverse of the corres- 
ponding element of zu: a series in- 
ductance in Zi: becomes a parallel 
capacitance in Zi; a series capaci- 
tance, a parallel inductance; a parallel 
resonant circuit, a series resonant cir- 
cuit, etc. Thus if 21 were the network 
shown in the upper part of Figure 5, 
z, would be the inverse network 
shown in the lower part of the same 
illustration. 

The reason for using a two-digit 
subscript for z here becomes evident. 
In all cases 211, as evident in Figure 4, 
is in series with the output and 22 
in shunt with it. The first digit of the 
subscript indicates whether the ele- 
ment belongs to the series or shunt 
impedance. The second digit is used 
to designate corresponding inverse 
elements of the two networks. Thus in 
Figure 5, Cx is the inverse of Lu; 


LOSS 
/ 


/ 


FREQUENCY fy 


Fig. 6—Loss characteristics obtained by a 
capacity alone 
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Coe is the inverse of L123 Le is the in- 

verse of Ci; Ro, the inverse of Ru. 
An attenuation equalizer of this 

type, therefore, has a constant input 


Ru 


Cc 
Loo 2! 


Fig. 7—The Z arm of a bridged T network 
giving loss indicated by solid curve of 
Figure 6. Below, the inverse network 


and output impedance equal to R 
when 2s: is thé inverse of 21. The loss 
characteristic, on the other hand, is 
determined by the network zn. 

To illustrate the effect of the var- 
ious elements of 2, a network giving 
the loss indicated by the solid curve 
of Figure 6 may be taken as an ex- 
ample. The network itself is shown in 
the upper part of Figure 7. The con- 
denser Cy, of this network, taken by 
itself, would produce a loss charac- 
teristic shown by the dotted curve of 
Figure 6. This shape of loss curve fol- 
lows from the expression for the im- 
pedance of a condenser, which is 
—j (1/2mfc). Since frequency occurs 
in the denominator of this expression, 
the impedance and hence the loss, de- 
creases as frequency increases. An in- 
ductance in series with cu, however, 
results in a series resonant circuit. 
Below its resonance frequency such a 
circuit also produces a loss that de- 
creases with frequency, with the ad- 
ditional effect that the loss becomes 
practically zero at resonance. The 
effect of employing an inductance in 
series with Ci is thus to give the char- 
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acteristic shown by the dotted curve 
of Figure 8. If we compare this with 
the dotted curve of Figure 6, we notice 
that by using an inductance to form 
a series resonance at approximately f,, 
the loss there has been considerably 
reduced, while at the lower frequen- 
cies the loss has remained about the 
same. This is because the inductive 
reactance, while equal and opposite 
to the capacitive reactance at the 
resonance frequency—thus giving zero 
reactance—becomes decreasingly less 
with decreasing frequency and its ef- 


LOSS 


FREQUENCY 


Fig. 8—Loss characteristics obtained by 
forming a series resonance circuit 


fect on the increasingly large capaci- 
tive reactance is less pronounced. 
However, this effect does not drop 
out quickly enough as the dotted 
curve of Figure 8 is appreciably below 
the final characteristic at the mid 
frequencies of the band considered. 

It is thus apparent that an induc- 
tance is needed which is considerably 
smaller than that of tu of Figure 8 
over most of the frequency range but 
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equal to it at f;. This can be simulated 
by a parallel resonant circuit which 
has its parallel resonance frequency 
somewhat above f,, since, up to the 
resonance frequency, a parallel reso. 
nant circuit behaves like an increasing 
large inductance. Thus tu can be 
selected so that it is small enough to 
give approximately the right loss at 
the lower and mid frequencies, then 
by shunting a condenser around it, 
forming a parallel resonant circuit, 
the effective inductance of the parallel 
resonant combination at f, may be 
made equal to that of the former 1). 
In this way the low impedance, and 
hence low loss, is preserved at f; and 
the loss is increased at the middle and 
lower frequencies. This gives the 
characteristic shown by the dotted 
curve of Figure g, and the addition of 
the shunt resistance Ri modifies the 
loss below f,, giving the solid curve. 


LOSS 


FREQUENCY fj 


Fig. g—Loss characteristics obtained by re- 

placing the inductance of Figure 8 by a 

parallel resonant circuit, keeping the series 
resonance the same 
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Zn, shown in the lower part of 
Figure 7, is the inverse of 2. The 
shunting resistance Ru becomes a 
series resistance Ra; the series con- 
denser C11 becomes a shunt induct- 
ance Lx; while the parallel resonant 
circuit C12 and Ly becomes a series 
resonant circuit Le and Cy. The two 
networks, connected to form the com- 
plete network, are shown in Figure Io. 

The flexibility of the loss charac- 
teristic of an equalizer network de- 
pends on the complexity of the zn 
and Z arms. In general, for every 
component in either the zu or Za 
arm of the above type of equalizer 
there is a point through which the 
equalizer loss characteristic may be 
made to pass. Thus, if the 21: arm con- 
tains say four impedance elements, in 
general it is possible to make the 
equalizer loss pass through four pre- 


determined points on any given loss 
characteristic. The degree of perfec- 
tion with which a given characteristic 
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Fig. 1o—The balanced bridged T network 

to give constant input and output impea- 

ances and the loss characteristics shown by 
the solid curve of Figure 9 


can be matched by an equalizer there- 
fore depends on the number of coils, 
condensers, or resistances it is con- 
sidered economical to use. 


Electrical Research Products, Incorporated 


The Electrical Research Products, Incorporated, wholly 
owned subsidiary of the Western Electric Company, In- 
corporated, began business Fanuary 1, 1927. Its principal 
activity has been in the field of sound pictures. 

It has paid the research and development expenses 
incident to its business (approximately $5,700,000) and has 
paid its own way in every other respect. From its business 
of furnishing apparatus and technical services and licens- 
ing, it has earned net profits of $9,450,000, $4,000,000 of 
which has been paid to the Western Electric as cash divi- 
dends. In addition it has collected and paid over to the 
American Telephone and Telegraph Company $5,700,000 
as royalties under patent licenses. 
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A High-Quality Broadcast Transmitter 


of Medium Power 


By R. E. POOLE 
Radio Development 


HE installation of a number of _ the nation’s broadcasting system is of 
high power broadcast trans- necessity composed of smaller sta- 
mitters should not be allowed tions. To meet the need of these sta- 
to hide the fact that the backbone of _ tions for high quality transmitters of 


Fig. 1—Extruded porcelain coils serve as insulators in the 
cooling water line between the power amplifiers and the pumps 
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moderate capacity, the 
Laboratories has de- 
signed a_ transmitter 
that may be used at 
any power up to 5 kw., 
and by minor modi- 
fications can be made 
to operate at 15 kw. 
The many desirable 
features of this trans- 
mitter have been 
widely recognized, and 
several stations em- 
ploying this type of 
apparatus are under 
construction at the 
present time. 

The new transmitter 
is shown in Figure 6 
as set up for final test 
at the Whippany lab- 
oratory. The main as- 
sembly consists of five 
panel-type units. From 
left to right, these are 
the oscillator-modula- 
tor, the first power 
amplifier, the second 
power amplifier, the 
output tuning unit, 
and the control unit. 
The first two also 
contain their associ- 


ated power supply ap- 
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paratus. The plates of 
the second power am- 
plifier are energized 
from a separate hot- 
cathode mercury- 
vapor rectifier which 
is mounted behind the 
panel assembly or in 
some other convenient 
location. Control of the 
transmitter is fully 
automatic; the opera- 
tion of a single toggle 
switch energizes the 
entire equipment in 
proper sequence. Pro- 
vision has also been 
made for reducing the 
antenna power from 
5 kilowatts to 1 kilo- 
watt without break in 
the program. This is 
accomplished by a re- 
motely controlled 
switch, which throws 
the antenna from the 
second to the first 
power amplifier. 

One of the interest- 


ing features of this new Fig. 2—Antenna coupling unit showing entering concentric 


transmitter is the con- 
trol unit, at the ex- 
treme right in the illustration, which 
stands guard continuously over the 
operation of the transmitter. In this 
unit are the control switches, relays, 
water gauges, thermometers, and 
other accessory equipment required to 
start the various elements in proper 
sequence and to keep watch over their 
continuous operation. Centrally lo- 
cated on the upper half of the unit is a 
double row of pilot lamps, which show 
when all the important parts of the 
transmitter are working properly, and 
indicate the location of trouble when 
it arises. Should a flash-over occur at 
any of the tubes, the power will be 
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conductor in lower left hand corner 


tripped off, and a pilot lamp will be 
extinguished. Even though the power 
is immediately reapplied, this lamp 
will remain out to indicate where the 
trouble occurred so that it may be 
investigated at leisure and necessary 
repairs made. This indication of the 
location of trouble by the lamps 
makes a tube replacement or other 
repair a matter of comparatively 
short delay. 

The oscillator-modulator unit, the 
first at the left in the illustration, is in 
reality a complete 100-watt trans- 
mitter. This unit includes the quartz- 
crystal oscillator, which is tempera- 
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FREQUENCY IN CYCLES PER SECOND 


Fig. 3—Overall frequency characteristic of the 5-kw. broadcast transmitter 


ture controlled and maintains its 
nominal frequency to better than 50 
cycles. The temperature control cir- 
cuit is independent of the operation of 
the rest of the transmitter, and holds 
the crystal at its operating tempera- 
ture whether the transmitter is in 
service or not. Besides the oscillator, 
this unit also houses the modulating 
amplifier, employing two tubes in 
push-pull, and the output amplifier. 
The tube capacities are such that full 
100% modulation of the carrier is ob- 
tained without appreciable distortion. 
The associated power supply appa- 
ratus is contained in the lower part of 
the cabinet. 

The second unit from the left is a 
linear amplifier that increases the out- 
put of the first unit to 1000 watts. 
Rectifiers for grid and plate potential 
are in the lower part of the cabinet as 
in the oscillator-modulator unit. The 
output is delivered to a tuned circuit 
inductively coupled to a load circuit, 
which may be switched either to the 
antenna, through a 


switch on the control unit. This trans- 
fer may be made almost instanta- 
neously during a slight break in the 
program, so that there is no loss of pro- 
gram time. Both of the first two units 
have control switches on the front of 
their cabinets, and may be controlled 
either by these switches or from the 
main control unit. 

The next two cabinets house the 
5-kw. amplifier and its tuning appa- 
ratus. The power amplifier employs 
two water-cooled tubes. A view from 
the rear of the power amplifier, while 
the set was undergoing final tests at 
Whippany, is shown in Figure 1. The 
cooling water must necessarily be 
brought into contact with the anodes 
of the tubes which are at high po- 
tential, and the extruded porcelain 
coils in the foreground are employed 
as insulators in the water supply lines. 
The center coil insulates the two tubes 
from each other and the other two 
insulate the tubes from the pump and 
cooling equipment. To facilitate the 


e 4 
concentric transmis- 
sion line, or to the in- 22, 
=J 
put circuit of the sec- 
. 
ond power amplifier— 222 
the adjacent unit on z _ a 
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that accomplishes this 
transfer is electrically 
operated and con- 
trolled by a_ toggle 
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400-CYCLE MODULATION IN PER CENT 


Fig. 4—Audio-Frequency distortion for different degrees of 
modulation at 5-kw. output as obtained from an actual test at 


the Whippany Laboratory 
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replacement ofa tube, 
a switch is provided 
which when operated 
to the “tube change” 
position stops the 
water pumps, and re- 
moves the filament 
voltage of the ampli- 
fier tubes without 
opening the filament 
supply of the high 
voltage rectifiers. 
These rectifiers re- 
quire several minutes 
to reheat, and by 
keeping them in op- 
eration an appreci- 
able reduction can be 
effected in the time 
that is required to 
change a tube. 

Besides these major 
units there is the an- 
tenna coupling unit, 
shown in Figure 2, 
which is generally 
mounted at the foot 
of the antenna. This 
illustration also is of 
a test set-up at Whip- 
pany. Two antenna-current meters 
are mounted on the front of the panel, 
one for use when operating at 1 kw., 
and one for operation at 5 kw. A single 
antenna-current meter with a double 
scale is mounted on the tuning unit, 
so that the antenna current may be 
read at either point. 

High-voltage plate supply for the 
power amplifier is furnished by a six- 
tube mercury-vapor rectifier, which 
may be installed to suit the station 
layout. A spare tube position is pro- 
vided so that a tube is heated and 
ready for replacing a faulty tube at all 
times, thus avoiding the usual heating 
delay. Each tube is provided with a 
reverse-current relay for protection, 
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Fig. s—Tuning unit of final amplifier 


and indicating lamps associated with 
each relay are mounted on the front 
of the control unit. 

One of the distinctive features of 
this new transmitter is the high 
quality of its radiated signal. The 
overall frequency response, as shown 
in Figure 3, is flat to within 1 db. 
from 20 to 10,000 cycles. As shown in 
Figure 4, audio-frequency distortion 
in the equipment is under 4 per cent 
even at 100 per cent modulation, and 
is approximately 1 per cent for 30 per 
cent modulation, which represents the 
average level of most broadcast pro- 
grams. The weighted noise level, due 
to residual components introduced by 
rectifiers and filament supplies, is 
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more than 75 db below the signal at 
100 per cent modulation. The carrier 
frequency is maintained well within 
fifty cycles of the assigned frequency, 
and harmonic radiation on any mul- 
tiple of the carrier frequency is at 
least 75 db below the carrier. 

The high quality of this new trans- 
mitter, its automatic control features, 
and its flexible adjustment of power 
output make it suitable for a wide 
variety of broadcast stations. Into its 
design and construction has gone the 
fruit of many years of radio develop- 
ment and research. The division of 
the apparatus into equal size units 
makes it possible to meet almost any 
station layout. The first and second 


units should be adjacent to each other, 
and the third and fourth should also 
be kept together, but except for this 
requirement, no particular order of 
the units is mandatory. The control 
unit, for example, instead of being as 
shown in Figure 6, could be at the 
other end of the row, and other rear- 
rangements are possible, not only of 
the transmitter units but of the power 
supply and water cooling equipment 
as well. Another advantage of this 
design is that the five-kilowatt ampli- 
fier and the control unit, together with 
certain modifying parts, may be 
added to existing one-kilowatt instal- 
lations to produce a high quality 
transmitter of the increased output. 


Fig. 6—Overall view of the transmitter 
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A New Vacuum Tube for Ultra-High 


Frequencies 


By C. E. FAY 
Vacuum Tube Development 


N the past few years, considerable 

attention has been devoted to the 

development of radio communica- 
tion at the ultra-high frequencies. As 
the available channels in the lower 
frequency range become assigned, this 
high-frequency portion of the radio 
spectrum, including frequencies high- 
er than thirty megacycles, offers an 
abundant supply of additional chan- 
nels. Developments have not pro- 
gressed sufficiently, however, to give 
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knowledge of the full possibilities of 
these higher frequencies. To be able 
to carry on studies of communication 
systems that may employ them, it has 
been necessary to develop vacuum 
tubes that will oscillate and amplify 
in this ultra-high frequency region. 
Difficulties have been encountered 
in operating the conventional vacuum 
tubes at these higher frequencies. 
One of these is a reduction in efficiency 
as the operating frequency is in- 
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creased. For ordinary tubes, the ef- 
ficiency does not decrease to any great 
extent for frequencies below fifteen 
megacycles. At frequencies somewhat 
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Fig. 1—Diagrammatic arrangement of 
vacuum tube showing external and internal 
reactance 


above thirty megacycles, however, it 
begins to fall off rapidly, until a point 
is finally reached where the maximum 
allowable energy must be dissipated in 
the tube elements to produce any de- 
tectable output power. This is known 
as the frequency limit of the tube. 

One of the causes of this decrease in 
efficiency with increasing frequency 
is that the charging currents to the 
inter-electrode capacitances increase 
in proportion to the frequency. Since 
these charging currents must flow 
through the tube leads, which are not 
ordinarily designed to carry heavy 
currents, a considerable energy loss 
results, which decreases the useful 
output. These capacitances and charg- 
ing currents are indicated by the 
dotted lines of Figure 1. 

Besides its reduction caused by ex- 
cessive charging current, the efficiency 
of a vacuum tube falls off very rapidly 
as the time of a period of oscillation 
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approaches the time required for elec. 
trons to travel from the cathode to 
the anode. Reduction in efficiency due 
to this effect begins to be noticeable 
for most tubes at frequencies between 
thirty and sixty megacycles. Its most 
obvious cause is a lagging in phase of 
the plate current with respect to the 
plate voltage, although other and 
more involved effects are present. 
Still another difficulty in the opera- 
tion of the ordinary tubes at very high 


Fig. 2—The Western Electric 304A vacuum 
—designed for frequencies from thirty to 
three hundred megacycles 
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frequencies is the magnitudes 

of the inductances and capaci- § | 

tances within the tube relative *“° a 

to the external tuning re- , —— 

actances. The capacitances 

and inductances within the 
tube itself are fixed in magni- ° 

tude, but at ordinary frequen- ™ 

cies are very small compared <— 

to the external reactances, 

such as Lo and C, of Figure 1. ie. 

To tune the circuit toa higher 

operating frequency, however, 

L, and Cy must be made 7? i 

smaller, and a frequency is 

ultimately reached at which 

they become small compared a 

to the inductances and capaci- * 
tances of the tube. In extreme . 
cases the tube reactances °50 100 150 200 250 300 380 400 


themselves control the oscil- 
lating frequency. 

To avoid these difficulties 
that arise when ordinary tubes 
are operated at ultra-high frequencies, 
a tube has been recently developed in 
which these frequency limitations have 
been eliminated to such an extent that 
the tube is suitable for operation in 
the range from thirty to three hundred 
megacycles. This tube, known as the 
Western Electric 304A, and shown in 
Figure 2, is a low power triode suit- 
able either as an oscillator or an 
amplifier. Its characteristics and rat- 
ings are given in the tabulation of 
Figure 4. At frequencies up to one 
hundred megacycles it may be oper- 
ated at full rating, but with higher 
frequencies the output is gradually 
reduced. The power output and eff- 
ciency of this tube in the range from 
fifty to four hundred megacycles is 
shown by the characteristic curves 
plotted in Figure 3. 

Several modifications have been in- 
corporated in this new tube to make 
it suitable for operation at the higher 
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FREQUENCY IN MEGACYCLES 


Fig. 3—Output and efficiency characteristics of 304A 


tube at various plate potentials 


frequencies. Dissipation of energy in 
the leads due to excessive charging 
current is avoided both by decreasing 
the inter-electrode capacitances and 
by decreasing the resistance of the 
leads. The grid and plate electrodes 
are supported by short heavy wires 
which pass through the top of the 
hard glass envelope. These serve both 
as supports and lead-in wires, and 
provide a construction giving the low 
inductance and resistance essential to 
the operation of the tube at ultra- 
high frequencies. This construction 
has the further advantage of elimi- 
nating any solid dielectric other than 
the glass envelope. In a_high-fre- 
quency field, solid dielectric absorbs 
energy and may break down, so that 
its elimination is desirable. 

Besides these modifications, the 
charging currents themselves have 
been made very small by employing 
smaller electrodes. In general, the size 
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of the anode is determined by the 
amount of heat that must be radiated, 
which for any given material is a 
function both of its operating tem- 
perature and its radiating area. By 
employing graphite for the anode, 
which is a much better radiator than 
molybdenum, the material commonly 
employed as an anode material, it has 
been possible to radiate the desired 
amount of heat with a smaller plate. 
The plate is cylindrical in shape, and 


thus a smaller surface area makes pos- 


sible a smaller diameter. The smaller 
diameter, in turn, results in a shorter 
electron transit time, and thus ip. 
creases the frequency at which the 
phase lag of the current with respect 
to the voltage becomes appreciable, 

With these many advantages the 
new tube is proving highly satisfac. 
tory for a variety of ultra-short wave 
circuits. A typical application is the 
push-pull oscillator operating at sixty 
megacycles shown in the illustration 
at the head of this article. 


Maximum D.C. Plate Voltage—Unmodulated....... 1250 Volts 
Maximum D.C. Plate Voltage—Modulated.......... 1000 Volts 
Maximum D.C. Plate Current................... o.10 Ampere 
Maximum Continuous Plate Dissipation.............50 Watts 
Maximum R.F. Grid Current...................... 5 Amperes 
Maximum D.C. Grid Current. ................. 0.020 Amperes 


At a Plate Voltage of 1000 Volts D.C. and 
Plate Current of 0.050 Amperes; 


Inter-electrode Capacities 
Grid to Plate 2.5 Micro-microfarads 
2.0 Micro-microfarads 
0.7 Micro-microfarads 


Fig. 4—Characteristics and ratings of the 304A vacuum tube 
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